scanner-rosa-coronel@archive.org,open D:\Images\Day shif\compiledservicer0695unix\compiledservicer0695unix.idf,8/18/2010 3:08:17 PM
scanner-rosa-coronel@archive.org,close D:\Images\Day shif\compiledservicer0695unix\compiledservicer0695unix.qpf,8/18/2010 3:30:53 PM
unknown (batch),open D:\Images\compiledservicer0695unix\compiledservicer0695unix.qpf,8/18/2010 6:31:33 PM
unknown (batch),processing started,8/18/2010 6:31:36 PM
unknown (batch),processing stopped,8/18/2010 6:55:39 PM
unknown (batch),close D:\Images\compiledservicer0695unix\compiledservicer0695unix.qpf,8/18/2010 6:55:39 PM
